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Message Text 


UNCLASSIFIED 

PAGE 01 DAKAR 02329 161456Z 

63 

ACTION FBOE-00 

INFO OCT-OI AF-06 ISO-00 /007 W 

107834 

R 161141Z APR76 
FM AMEMBASSY DAKAR 
TO AMEMBASSY NOUAKCHOTT 
INFO SECSTATE WASHDC 4627 
AMEMBASSY ABIDJAN 

UNCLAS DAKAR 2329 

DEPT EOR A/FBO, ABIDJAN EOR RSO 

E.O. 11652: N/A 
TAGS: ABLD ASEC 

SUBJECT: PERIMETER LIGHTING ON COMPOUND 

REP: NOUAKCHOTT 0794 

1 . LOCAL VENDOR HAS TWO SIZES OP STEEL PIPE IN SIX METER 
LENGTHS. ONE SIZE 168.0 MM O.D. - 159.3 MM I.D. 

OTHER SIZE 159.0 MM O.D. - 150.0 MM I.D. PRICES ARE 
APPROXIMATELY 21 AND 19 USD PER METER RESPECTIVELY WITH 
GOS TAXES. 

2. SMALLER SIZE 159.0 MM O.D. WILL PIT INTO LARGER 
SIZE 159.3 MM I.D. AND CAN BE WELDED. THIS WOULD PRO- 
VIDE HEIGHT REQUIRED. CUTTING AND WELDING CAN BE 
ACCOMPLISHED IN DAKAR. STRENGTH WILL BE ADEQUATE. 

3. TRUCH CAPABLE OF HAULING 13 METER MATERIAL AND 25 TON 
CAPACITY IS AVAILABLE IN DAKAR. AGGREY 
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Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976DAKAR02329 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 45-1 066 
From: DAKAR 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760454/aaaabtvp.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 NOUAKCHOTT 794 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUL 2004 by SilvaL0>; APPROVED <13 SEP 2004 by oatisao 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PERIMETER LIGHTING ON COMPOUND 
TAGS: ABLD, ASEC 
To: FBO NOUAKCHOTT 
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